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Atlanta News Agency, Atlanta, 


Morningside Baptist Church, Atlanta, Georgia, or¬ 
ganized in 1930, moved into this beautiful new 
French Gothic building at 1700 Piedmont Avenue, 
N. E., October, 1951. Erected on a fourteen-acre 
hillside, site — one of the highest in the Atlanta 
area — the church with its impressive tower is a 
beacon of spiritual light and life to thousands of 
people who travel busy Piedmont Avenue, many of 
whom find here a haven of rest for their souls. 
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